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a Chelsea 
is across the parking lot, 
to the left of Santander 


Bank. 


Arlington St ¢ 


Broadway opp Cross St 
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Bellingham Sq. 
is on the corner of 
Arlington and 6th St., 
next to the Chelsea 
Commuter Rail. 
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Winnisimmet Park 


Quigley Park 








f) Box District 
is at the end of the walkway 
located between Family 
Dollar and the overpass. 


f)) Eastern Ave. 


is on Eastern Ave. across 
from the Marriott hotel. 
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